PYRAMID POWER

1 'The fact that a geometric design collects and radiates energy was known to
ancient Egyptians, more than 10,000 years ago. They utilised the concept when they
built their pyramids."

"The Pyramid is a solid structure with four triangular sloping sides resting on a
square base and then the four apices joining at a point forming the apex of the Pyramid.
Each Triangular sloping face is an isosceles triangle, with the two sloping triangular
sides being equal and the base angle equal The dimensions of the equal sides are all
equal and all are similar to each other and of equal area."

'The Egyptians knew that the Pyramids were store-houses of energy drawn
from the universe. The power of the Pyramid was obtained through a blending of the
radiated Cosmic Energy with that of the gravitational force of Earth."

The Great Pyramid at Gizeh:

"The Great Pyramid at Gizeh, 10 miles west of Cairo, is well-known as one of
the seven world wonders. The Great Pyramid has a base covering 13 acres and is levelled
to a fraction of an inch. More than 2.6 million blocks of granite and limestone went into
its construction. It's present height is more than 450 feet. The king!s chamber is the
most important feature of the pyramid. The foundations of the Pyramid are perfectly
oriented to the North. No mummies were ever found in the Great Pyramid."

"Scholars are aware that the Great Pyramid at Gizeh was built as a place and as
an instrument of initiation into altered and higher states of consciousness, through the
mechanism of conscious out-of-body experiences.11
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